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1. Location: The railroad car and tenk plant, with its dvel- 
Ting houses ard settlements, sakes up the town of VAGONKA, 
egbout four miles east of NIZHNI TAGIL (89°S8'E. B7°S56'N), 
Sverdlovsk Oblast. lhe industrial installations are in the 
nortrnerm part of this suburb. 


2. Plant installations: According to Soviets, the plant was 
constructea in 194I7 Ten workshops burned down in the 
Spring of 1943 and were reconstructed six months later. The 
plant was considerably enlarved in 1946, when dismantled 25X1X 
Gepman machinery arrivec. about 70 
percent of the machinery was German, including some nachines 
which were delivered to the Sovfet Union before the war. 
The plant area was built up very densely and covered an 
area of about 5x2 miles, not including the settlesients. It 
was surrounded by a fiveefoot wooden fance, The tron- 
structurs workshops all had windows, and some hac sky lighta. 
25X1X Pe *°: not able to recall all the details of the exten- 
sive plant layout, with its larce nuxber of halls, workshops, 
and auxiliary buildings. He said that the so-culled "Lar ve 
Hall" was the most important workshop. lor details, see No 
1, B,and 5 of Annex. ‘The suburb 3£::VAGONKA had its own 
powor pian’, which supplied the plant and the town with ele c- 
tricity and hot water. ‘the hot water was carried to the 
individual plant departments and to the town by double pipske 
Lines. For plant layout, see Annex. 
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5. kork force: Fifty thousand to sixty thousand working 
in three shifts; 2 to 40 pércent women. 


4. Procuction: Until 1946, the plant produced various types 
of tanks, and thereafter railroad cars. ns 25X1X 


wont work on 
tanks. 


Se Plant irstallations: The plant covered an area of about 
»000 x 5,000 fect.” ME the folowing depart- 


ments 3 25X1X 


Department 140: precision lathe shor 

Lepartment 170; Lrillins en6é lathe shop 

Department 180; Manufacture of tank wheels and attachinr 
rubber layers 

Lepartment 320: Assembly of ratlroad cars 

Department 346: Electric welding shop; administrative 
office anc kitchen on the top floor 

Cepartment 380: Manufacture of railroad car undercarriazes 

Department 390: Steam hamner ston and axle forge 

Department 550; Foundry and hardening shop, with four 
open-hearth furnaces 

Department 563; Molding shop, foundry, and car wheel polish- 
ing shop 

Depantment 590: Foundry 

Departuent 6350; Spring plant 

Department 640: Sheet prass-cuttineg shop 


6. Work force: Estinated 20,000 to 25,000,mainly forcad laboy 
ers, : 


7. Production; hailroaG cars; 60<ton cars especially fitted 
or transportine tans. 25X1X 


S. Plant installations: [EM remembered the following plant 
iepartments ; 


Department SO7¢ Foundry 

Department 550: Foundry 

Lepartment 563: Mechanical Gaepartment 
Department 650; bhamisr plant anc pressing shop. 
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a, The important railroad car and taak plant is known from 
other records, according to which the plant producec in 
1947. about 200 railroad cars per day and 250 medium tenke 
and 50 heavy tanks per month. 
the plant has produced only raid : Tae OO 
tinued only the development of tanks, sut this is doubted, 


b. The plant is about four miles eass of the main railroad 
station anc msrshaling yard of NIZUNE TAGIL. The first 

a so0d etch of the plant location and 
other industrial installations in the vicinity. The naze 
"VAGONKA" was reported by other Soure3s, 


co. +t is interesting that the plant waa continually enlarced 
and that dismantled dcerman machinery was instalied in i946, 
it is evident that 


important of a tet adou ' Dulldincs and workshops. 
Additionel and later information ig raquirea for a clear 
picture of the larse plant,but complete details will hardly 
be obtained from reports of Pls. Available informatio on 
the type of construction of the plart buildin«s is very moor. 
the biv assambly hall in the midéle or the vestern sectio 

of the plant is pro badly the siost vulnerabdie point. 


d. Accordine to other info tion, there was a work foree of 
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about four thousand in 1947. Due to continual expansion, an ine 
crease to fifty thousand or sixty thousand is possible, but 
it has not been confirmed. 
1 Annex: Kayanovich Tank and RR Gar Plant No 185 in 
NIZHNI TAGIL=VAGONKA 
Le rend to Annex: 


A Rallroad car and tank plant 
- 1 "Big Hall", 3,000 x 300 feet 


2 Main administration building, Nine stories against ths 
nNanthwest wall of No 1 


3 Annex (unidentified use) 


im 


Press cuttinz shop, 900 x 300 x 45 feet, equipped with 
four big cutting machines 


5 Test station for tanks, closely suarded 
6 Tunnel, beneath the larse hall 

7 Sawmill 

8 Workshop (unidentified use) 

9 Larce vsararces 
10 Main entrance and tank monument 

11 Foundry and forge 


12 Workshop, with two larze steam-hamners in the northeast 
part 


15 Workshop, about 600 x 450 feet, manufacture of Sinsle 
parts for agricultural machines 


14 Workshops {unidentifileadase) 
15 Large workshop, with four brick smokastacks 


16 Iron serap dump 
17 Coal dump 
18 Power plant, 700 x 360 feet, nine-story building, six 
iron smokestacks, with x slanting elevator at the northern 
side. 
19 Transformer Station 
B Chemical plant 


C Rubber factory, with three workshops 


D Sawmill. 
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